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UNCLASSIFIED 

PAGE 01 MILAN 00433 041622Z 
66 

ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-05 EB-07 COME-OO /031 W 

012722 

R 041517Z MAR 75 
FM AMCONSUL MILAN 
TO SECSTATE WASHDC 3951 
INFO AMEMBASSY ROME 

UNCLAS MILAN 0433 

E.O. 11652: N/A 

TAGS: ETRD EIND TBIO IT 

SUBJECT: RECALL OF DEFECTIVE MEDICAL DEVICE 
REF: STATE 033703 

WHEN INFORMED OF THE CONTENTS OF THE REFERENCED TELEGRAM, MRS. 
HELL A KROPF, PRESIDENT AND MANAGING DIRECTOR OF LABORATORI 
PHARMASEAL S.P.A. OF TRIESTE, STATED THAT LABORATORI PHARMASEAL 
IS A LICENSEE OF PHARMASEAL LABORATORIES, IR WIND ALE, CALIFORNIA. 
THEY PRODUCE UNDER LICENSE ALL THE US PHARMASEAL PRODUCTS IN 
THEIR TRIESTE FACTORY, INCLUDING THE 3-WAY STOPCOCKS. THEY DO 
NOT IMPORT THE STOPCOCKS AND THEREFORE, THEY AVER, THE RECAL IN 
QUESTION DOES NOT CONCERN THEM IN ANY MANNER.GOOLD 
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